RELEASE//21, EMULATION 
TECHNOLOGY'S NEW CATALOG 

ET's new easy to use, full-line catalog provides 
engineers and test managers the means to quickly 
solve problems and get back on track. The cat- 
alog compliments ET's online store, providing 
engineers with the solutions they need. 
Order your copy: 
www.emulation.com/02 1 
DESIGN. CONNECT DELIVER. 
Emulation Technology, Inc. 
2344 Walsh Avenue 
Building F, Santa Clara, CA 95051 
1-800-232-7837 
www.emulation.com 
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ENCLOSURE TIPS HANDBOOK 

Bud Industries' 28-page handbook is a handy 
reference for experienced engineers and a 
tutorial for engineers who are new to enclo- 
sures. It covers important issues of enclosure 
design and application: cooling, intercon- 
nects, finishes, typical dimensions, standards, 
and more. Request your free copy today. 
Bud Industries 
Tel: (440) 946-3200 
www.budind.com/6 




FREE WASHER CATALOG! 

Boker's FREE, 56-page 2006 Catalog has over 
20,000 non-standard sizes available with no tool 
charges. Outside diameters of 0.080" to 5.140", a 
wide range of IDs, thicknesses, and 2,000 mate- 
rial variations provide millions of possibilities. 
Materials include low carbon steel sheet, five 
types of spring steel, stainless steel, aluminum, 
brass, copper, nickel silver and non-metallics. 
— FAST DELIVERY — 
BOKER'S,INC. 
ISO 9001:2000 Registered 
TOLL-FREE: 888-927-4377 
FAX: 800-321-3462 
www.bokers.com sales@bokers.com 
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BAHERIES SHORT FORM 
CATALOG WITH TECHNICAL 
DATA ON CD-ROM 

Panasonic's broad line of battery sizes and chem- 
istries is condensed for review in this new 1 6-page, 
4-color catalog with technical data and compa- 
ny overview on enclosed CD-ROM. Batteries 
covered include NiCd, NiMH, Lithium, Li-ion, 
VRLA and Alkaline. Easy-to-use tables give 
technical specifications for model numbers. 

Toll Free: 1-877-726-2228 

oembatteries@us.panasonic.com 

www.panasonic.com/batteries 
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SINGLE BOARD COMPUTERS 

PC/104-Pius, EPIC, and EBX embedded com- 
puters feature processors from 586 to Pentium 
M. Ideal for OEM applications. Benefits include 
extended temperature operation, industrial I/O, 
5-year product availability guarantee and 
outstanding warranties. Voted a "Platinum" 
embedded board vendor (VDC surveys, 
2002-2005). Request a Free 2005/2006 catalog. 

VersaLogic Corp. 
Toll-free: (800) 824-3163 
E-mail: info@VersaLogic.com 
Web site: www.VersaLogic.com 
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MILL-MAX'S DESIGN GUIDE 
NOW AVAILABLE ON CD ROM 

Mill-Max, is the leading US manufacturer of 
precision-machined interconnect components. 
CD includes our most up-to-date: 

• Catalog PDF Pages 

• New Product Information 

• Plant Tour 

• Links to our Website 

Visit www.mill-max.com/respond 
Response Code: EDN555 




SOUND AND VIBRATION TOOLKIT 

Easily handle audio measurements, fractional- 
octave analysis, sound and vibration displays and 
much more with the National Instruments Lab- 
VIEW Sound and Vibration Toolkit. Combined 
with the industry-standard LabVIEW develop- 
ment environment, this toolkit has one of the 
most comprehensive lists of sound and vibration 
application tools. Learn more at ni.com/info and 
enter eb6r4r 
National Instruments 
Tel: (800) 433-3488 (U.S. and Canada) 
(512) 683-0100 Fax:(512) 683-9300 
info@ni.com 




DESIGN GUIDE FOR OPTICAL 
ENCODERS 

This Guide provides a comprehensive summary 
of optical encoders, accessories and interface 
electronics. Included are design examples, 
absolute and incremental encoders, shafted and 
hollow-shaft styles as well as serial output versions. 
Special sections include hazardous environments. 
Call 1-800-ENCODER or visit our web site at 
www.beiied.com. 




NEWTHYRISTOR DEVICE DATABOOK 

Central's 2006 Thyristor Databook features 
SCRs and TRIACs in leaded and SMD packages. 
This databook includes an extensive cross 
reference, selection guide, detailed datasheets 
and package specifications. Also featured is 
Central 's new Extended Range of SMD Thyristors. 
To order your free copy visit: 
www.centralsemi.com/catalog. 
Central Semiconductor Corp. 

Adams Avenue 
Hauppauge, New York 1 1788 USA 
631.435.1110 Fax: 631.435.1824 
Email: salesinquiry@centralsemi.com 
Web: www.centralsemi.com 




AC POWER DISTRIBUTION 
& CONTROL SYSTEMS 

Product is rack or strip mounted with: 
Circuit Breaker Protection, EMI/RFl Filtering, 
Spike/Surge Protection, Remote Power 
On/Off, Remote Reboot, Emergency Shutdown, 
Redundant Power, Sequential Power Up/Down 
and power regulation Agency systems. ISO 
9001:2000 Certified. 

Pulizzi Engineering, Inc. 

3200 S. Susan St., Santa Ana, CA 92704-6839 
Sales: 605-334-8999 or 800-870-2248 
Fax: 605-334-2611 E-mail: sales@pulizzi.com 
Web Site: http://www.pulizzi.com 




SURGE PROTECTION 

• COAXIAL Surge Suppressors for PCS, 
GPS, RF Equipment 

• AC Protector ULI449 

• DC/DATA Line Protectors 

• Surge Arrester Gas Tubes 
•Voltage from 75V To 2500V 

• Available in Surface Mount 

CITEL, Inc. 

800-248-3548 FAX: 305-621-0766 
www.citelprotection.com 
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Please cor^tact Judy Keseberg 



jucly.keseberg@reedbusiness.com 

800.417.5370 



